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58.      (Continued)

and  4.     Units  per  assy   (assembly).

The Figure and Index Number  column  lists
all the index numbers  for  the  components

illustrated in the referenced figure.    For exam-
ple;   the antenna reflector is located on figure :
and  its  index  number  is    2 ;   locate     1-2     in
the  Figure  and  Index  Number  column.     The
part number is listed  in the  column  imme-
diately  to  the  right.      In  this   example,
the part number   is   2803-1.     The  description
is;   Reflector,   Antenna;   Al   (529260C90041)
as  shown  in  the  Description  column,   and,
as  shown in the Unit per Assy column;
there is 1 reflector.

Refer to the group assembly parts  list in
the  IPB and  list the part number  for the
waveguide horn assembly,   item  12     in  the
side view

66ified as INDEX number 2.
